Unverdorben, Martin 


From: 

Sent: 

To: 

Subject: 


Unverdorben, Martin 

Wednesday, January 22, 2003 8:52 AM 

'Marlize De Lange' 

RE: 



Martin Unverdorben 
Md PhD (E-m... 

Dear Marlize, 


sorry, but for 10.1 we forgot the oxygen pulse to be measured. 

The exercise time is only relevant for the last exercise level if the individual should 
stop it earlier than, at 3 minutes for calculation of the level achieved. 

Concerning the properties of the Spiroergometry system they have to be inserted as well: 
Appendix 17.7 is suggested. I would also number Subjects as 17.7.1 and so forth. 

In case of any question, just give me a call. 


Regards, 
Martin 


-Original Message- 

From: Marlize De Lange [mailto:Marlize.Delange@farmovs-parexel.com] 
Sent: Wednesday, January 22, 2003 7:08 AM 
To: Martin.Unverdorben@pmusa.com 
Subject: RE: 


Dear Martin 

Thank you for the comments on the protocol. We will update the protocol 
accordingly and release the final draft version. 

Please confirm on page 49 (paragraph 10.1 - Ergospirometric Parameters): Is this the 
statistical part and the section on the properties of the Spiroergometry system 
that you refer to? 

I do not have any email or other documentation on this. 

Kind Regards 
Marlize 

On 21 Jan 2003 at 16:31, Martin.Unverdorben@pmusa.com wrote: 

> Sorry, 

> I am coming of age 

> 

> Martin 

> 

j.-Original Message- 

> From: Unverdorben, Martin 

> Sent: Tuesday, January 21, 2003 4:30 PM 

> To: PJ Pierre Jordaan (E-mail); Anina M van der Bijl (E-mail); Marlize De 

> Lange (E-mail) 

> Subject: 

> 
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> 

> Dear All, 

> 

> please find attached the latest version of our protocol. 

i Would you please insert the statistical part and the section on the 

> properties of the Spiroergometry system, g.th. similar I forv/arded to Pierre 

> in December, if my mind does not fail me. 

> 

> Regards, 

> 

> 

> Martin 

> 

> 

************************ 

Marlize de Dange 

proj ect Manager 

FARMOVS-PAREXEL 

Clinical Research Organisation 

Tel: +27 51 401 3011 

Fax: +27 51 444 3444 
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